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HONOURABLE  50CI  TIES 
of  the 

ihkch  and  middle  rap;;::;, 


REPORT  of  the 
MEDIC,  L OFFICER  OF  Ram DTE 
for  the  ye  r 1848. 


PgB-lC  QZfjsr  - ■ op  tl.-,  fa  p^ity:- 

( ) M^DIC.AL  OFFICER  OF  HEALTH  (Part  time) 

V7*H*L.  McCarthy,  D.3.O.,  M.C*,  M.D. , M.R*C.P. » D.P.H., 

barrister- it-Lsw. 

I a f Ho  wi  ck  PL  a c © , s tai  ns  ter,  • . i • I • 

(Victor!',  5170) 

(b)  BA HIT ART  INSPECTORS  (Part  time) 

Mr,  A, H,  Webber,  Mr.  C„G.  M inson., 

Surveyor* s Office,  Surveyor*  1 z Office, 

5,  King* a Bench  Walk,  I,  Middle  Temple  Lane, 

Temple,  :.C.4.  Temple,  l.C.4. 

(Central  7211)  (Central  $577) 


(a)  The  Sub-Treasurer  end  Sanitary  Authority  for  the 

Inner  T-aapie. 

(b)  The  Urn'* er-Tr ©a surer  and  f -it  ry  •.utr.ori fcy  for  the 

Middle  Temple. 


GUTLmiN, 

I nave  the  honour  to  submit  herewith  say  Aiu..u -1 
Report  on  the  sanitary  circumstances  and  sanitary 
administration  relating  to  the  Inner  and  El  Idle  Toiaples 
for  the  year  1949. 


( P.T.O.  ) 


- e -3 tim s t ed  by  F • 6 if  tr  .r- 

General  * 160 


Birth.;?  . ';r  p-.-Tr;  * 

('«)  Births.  Ho  births  or  stillbirths  were 

registered  during  the  year, 

(b)  Deaths,  No  deaths  of  residents  occurred, 

within  or  without  the  district. 

ho  case  of  infectious  disease  was  notified  to  aie  as 
having  occurred  within  the  district  during  1349.  a amber 

of  Infectious  disc***  contact  were  supervised,  the  chambers 
concerned  being  disinfected. 


The  gener  1 health  of  the  district  is  good. 


let  ..11  a of  aork  done  during  the  yo*r  have  been  sup  /lied 
to  ae  by  your  Sanitary  Inspectors.  Defective  s nit ary 
fittings  have  been  promptly  repair eu  and  further  repairs 
••'•to  repl  .cementa  have  been,  carried  out  to  w .-ste,  soil  and 
rain  pipes,  so  far  as  present  restrictions  allow.  In  the 
Middle  Temple*  15  sets  of  Chambers  were  reconditioned  after 
War  Damage  and-  new  sanitary  equipment  was  fitted  where 
necessary.  Extensive  repairs  were  also  carried  out  in  the 
churchyard  and  t c,  Te-eple  G.  rdens.  In  the  Inner  Temple, 
a new  building  has  been  erected  at  K o.  1,  King's  Bench  Walk, 
modern  1- v: tory  ^ccommod;  tion  being  provided  on  all  floors, 
with  a new  drainage  system. 


The  drainage  system  generally  is  sound  but  defects 
cc;*  sequent  on  eneny  action  gradually  come  to  notice  and  are 
promptly  dealt  with.  • • 

Arc  ngoments  for  daily  removal  and  dispose  L of  dust  ana 
refuse  'taw#  proved  adequate.  During  the  year  many  new 
»r  lit  ry  dustbins  have  been  provided  to  repl  co  those  worn- 
out.  Footways  ;nd  rods  hive  been  swept  daily  and  the 
roads  watered  during  hot  weather.  The  loose  gravel  surface 
of  ro> ids  h s been  repl  ced  by  &n  efficient  tar-ia&cad -m* 
dressing. 


Copies  of  this  report  are  being  tr  nsadtte.  to  the 
.11 2 .1  try  of  L'-r  Lth  and  other  authorities,  in  accordance 
with  st  tutory  requirements. 


I have  the  honour  to  be.  Gentlemen, 
Your  obedient  Servant, 

MeC  rthy. 

Undies l 0ffle«»r  of  Health, 
Honourable  Societies  of  the 
Inner  and  Middle  Temples. 


1 th  June, 


1550 


